FIRST  BAPTIST  CHURCH,  Main  at  Washington, 
Covington,  Tennessee.  The  church  was  dedicated 
March  17,  1963.  The  original  church  was  destroyed 
by  fire  January  27,  1961.  The  Church  seats  800 
and  its  entrance,  on  the  sidewalk  level,  nnakes  it 
readily  accessible  to  all  people. 
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